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The Mint of the United States, 
At Philadelphia, Penn., 

Assay Department, 

October 11, 1879 


The Superintendent will please inform Mr. H.B. Walters, of Cairo, Illinois, that his bag of 
minerals consists merely of nodules of iron pyrites, so often mistaken for gold. 


Very respy., 
W.E. Du Bois 
Assayer 


